To:  Todd  Hennisi  Personai  Email/Ex.  6 

From:  Way,  Steven 

Sent:  Mon  8/1 0/2015  2:37:49  PM 

Subject:  RE:  Time  for  a phone  call? 


Todd,  let’s  talk  a little  later  this  AM. 


Steve 


Steven  Way 

Federal  On-Scene  Coordinator 
Emergency  Response  Unit 
US  EPA-  Region  8 
1595  Wynkoop  Street 
Denver,  CO  80202 

Office:  303-312-6723 


From:  Todd  Hennis  [mailto: j Personal  Email/Ex.  6 
Sent:  Monday,  August  10,  2015  7:43"  AM 
To:  Way,  Steven 

Subject:  Re:  Time  for  a phone  call? 


Steve- 


I am  leaving  for  the  airport  at  3 PM  Eastern,  1 PM  Mountain.  Mid  afternoon  doesn't  work 
for  the  landline.  I should  be  in  cellphone  range  after  2:30  pm  until  4:30  pm  mountain 
timel 
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I have  really  tried  to  be  very  cognizant  of  the  difficulties  you  guys  have  encountered. 

But  I am  serious  about  meeting  in  Denver  to  try  to  work  out  a game  plan  going  ahead. 
This  should  include  Mr.  McGrath. 

We  explicitly  do  not  want  to  have  the  worst  option  play  out  due  to  the  error  that  occurred 
last  week. 


Todd  Hennis 


On  Monday,  August  10,  2015  6:24  AM,  "Way,  Steven"  <wav. steven@epa.gov>  wrote: 


Todd  - how  does  sometime  mid-day  mountain  time  work? 


I'll  be  heading  down  to  Durango/Silverton  this  afternoon. 


Steve 

Sent  from  my  iPhone 

On  Aug  10,  2015,  at  6:02  AM,  Todd  Hennis 
Steve- 
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As  you  get  caught  up  today,  please  give  me  a call  at 
Denver  at  about  midnight. 
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am  back  in 


Todd 
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